K420 


FOLDABLE MINI HEADPHONES 




HIGHLIGHTS 


SEMI-OPEN DESIGN 

NEW UNIQUE 3D-AXIS 2 FOLDING 
MECHANISM FOR EVEN EASIER 
TRANSPORT 

iPhone 0 COMPATIBLE 
COMFORTABLE FIT 
CARRYING POUCH INCLUDED 


FOLD AND GO. UNFOLD AND SETTLE IN. 

The new semi-open K 420 mini headphones feature ultralinear sound. 
The new proprietary AKG headband with cushioning collapses along a 
three-dimensional axis to fit into an easily stowable carrying pouch. 
And unfolded? Captivating wide-spectrum sound that's free of distor¬ 
tion, even at high listening levels. 


KEY SPECIFICATIONS 


System ： 

Dynamic 

Design ： 

Semi-open headphones 

Color ： 

Denim 

Frequency range ： 

13Hzto 27kHz 

Sensitivity ： 

125dB SPL/V 

H Input impedance ： 

32 Dhms 

Max. input power ： 

30mW 

Net weight (without cable )： 105g 

Cable ： 

99.99% Oxygen-free cable lm 

Main connection ： 

Jack plug 3.5mm 


AKG Acoustics GmbH 

Lembockgasse 21-25, 1230 Vienna, Austria 


www.akg.com 
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